AMENDMENT NO. 2 DECEMBER 2021 
TO 


IS 308 : 1988 SPECIFICATION FOR DISSOLVED 
ACETYLENE (GAS) 


( Third Revision ) 


(Page 2, clause 3.2.1) — Delete. 


(Page 2, clause 3.2) — Insert the following new clauses after 3.2. 


3.4 BIS CERTIFICATION MARKING 


The product(s) conforming to the requirements of this standard may be certified 
as per the conformity assessment schemes under the provisions of the Bureau of 
Indian Standards Act, 2016 and the Rules and Regulations framed thereunder, and 
the products may be marked with the Standard Mark. 
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